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prPrfe fJfcbT^i SRT ^TKt 'SRt *1$ fafosr 3Tf?)^Hfli fwf % 3TT^T, f^TFRT 3?fc t] 

[Miscellaneous Notifications including Notifications, Orders, Advertisements and Notices issued by 

Statutory Bodies] 


(QrrTliJ ^ fcRTRT) 

3^-600014, ^<Hich 29 nHdJ-sj^ 2013 

s?RT 7RRTT 41$lM/1/13-#ft3T ^fr (3M5h<H) 37T 3T^R 3lk 3RRTJT) 3T)t)Plq<H 1970, # £TRT 19 3lk 
(39*<Hl 37T 3Tofcr 3TrR' TJ T) 3l1tJl5Rm 1980, # tTRT 19 c^RRT WcT 3l1t)^Rt qR^ |T7, 

STRcfRT felt f^F #T WRt #T ^ ^RSFR # qcf JRjfr #T RW, ^i|<H #3T #T RU^R A ^i|<H #3T (c^dtfl) 

1995 # 3TR) TRfttRT qqRT |T7, £[3RT f^RRfefRlR fcrf^RRT StRTR f : 

1. (1) ?R 14Pw.h 1 37) #3T (qR^RlfT) t?TR f^RRT 2013 ^ 3W I 

(2) ?trp£rt TRrqR # qqq?RT # Rifra" qr rrt efat i 
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MINISTRY OF FINANCE 
(DEPARTMENT OF FINANCIAL SERVICES) 

Indian Bank 

Chennai-600014, the 29 th November 2013 

Sl.No.PEN/1/13- In exercise of the powers conferred by Section 19 of the Banking Companies (Acquisition and 
Transfer of Undertakings) Act, 1970 and Section 19 of the Banking Companies (Acquisition and Transfer of Undertakings) 
Act, 1980, the Board of Directors of INDIAN BANK after consultation with Reserve Bank of India and with the previous 
sanction of the Central Government, hereby makes the following regulations further to amend the INDIAN BANK 
(EMPLOYEES’) PENSION REGULATIONS, 1995, namely:- 

1. (1) These regulations may be called INDIAN BANK (EMPLOYEES’) PENSION (AMENDMENT) 
REGULATIONS 2013. 

(2) They shall come into force on the date of their publication in the Official Gazette. 

2. In sub-regulation (1) of regulation 50 of the INDIAN BANK (EMPLOYEES’) PENSION REGULATIONS 1995, 
for the words "two years”, the words "one year” shall be substituted. 

3. In regulation 50 of the INDIAN BANK (EMPLOYEES’) PENSION REGULATIONS 1995, in sub-regulation (6), 
for the words "two years”, the words "one year” shall be substituted. 

K. Jeyabal 
General Manager (HRM) 

Footnote: The Principal Regulations were published in the Gazette of India on 29.09.1995 and subsequent amendments vide 
notification No. published in the Gazette of India as under:- 

Notification No. Date 


25 

16.03.2000 

26 

29.06.2002 

3 

11.01.2003 

16 

17.04.2010 


Sl.No.PEN/2/13- In exercise of the powers conferred by section 19 of the Banking Companies (Acquisition and 
Transfer of Undertakings) Act, 1970 and section 19 of the Banking Companies (Acquisition and Transfer of Undertakings) 
Act, 1980, the Board of Directors of INDIAN BANK after consultation with Reserve Bank of India and with the previous 
sanction of the Central Government, hereby makes the following regulations further to amend the INDIAN BANK 
OFFICER EMPLOYEES’ (Acceptance of Jobs in Private Sector Concerns after Retirement ) REGULATIONS, 2000, 
namely: - 

1. (1) These regulations may be called INDIAN BANK OFFICER EMPLOYEES’ (Acceptance of Jobs in Private 
Sector Concerns after Retirement) AMENDMENT REGULATIONS 2013. 

(2) They shall come into force on the date of their publication in the Official Gazette. 

2. In regulation 4 of the INDIAN BANK OFFICER EMPLOYEES’ (Acceptance of Jobs in Private Sector Concerns 
after Retirement) REGULATIONS 2000, in sub-regulation (1), for the words “two years”, the words “one year" 
shall be substituted. 

K. Jeyabal 
General Manager (HRM) 

Footnote: The Principal Regulations were published in the Gazette of India on 21.03.2001 and subsequent amendments vide 
notification No. published in the Gazette of India as under:- 

Notification No. Date 

Nil Nil 
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